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Utilities Urged to Tell 
Unified Story to Public 


Kellogg tells P.U.A.A. meeting in New York that industry has broad 
responsibility in relations of management with customer, the 
employee and investor — Hartzell elected president 


Public utility management has a 
broad three-sided responsibility in the 
relations of management to its cus- 
tomers, to its employees and to the in- 
vestors, Charles W. Kellogg. president 
of the Edison Electric Institute, told 
the Public Utilities Advertising Asso- 
ciation at its annual convention in New 
York this week. 

“The customer is our first and fore- 
most interest,” Mr. Kellogg declared. 
“Generally speaking, they ask reliable, 
uninterrupted service at a fair price. 
But today the issue has been so con- 
fused by adverse propaganda that it 
seems essential that the advertising 





man be well informed on the price of 
electricity nationally and locally.” 

It was pointed out by Mr. Kellogg 
that “advertising and publicity may 
state spectacularly and with clarity the 
company’s policy, but the employee 
who contacts the company is the one 
who leaves the strongest impression in 
the minds of the customer. A_ high 
morale of the employee group is the 
only basis on which sound public rela- 
tions can be built.” 

Mr. Kellogg concluded that “a need 
of our utilities today is action in broad- 
casting a unified story locally to our 
customers, each company preparing in- 
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Retiring president Howard F. Weeks turn- 
ing the gavel over to president-elect E. K. 
Hartzell 


formation pertinent to the business of 
supplying electric service in the com- 
munity served.” 

Floyd L. Carlisle, chairman of Con- 
solidated Edison Co. of New York, 
Inc., said that there are definite signs 
that the government is willing to go 
on a sound basis, both economically 
and financially. He said that although 
there “is a lot of pessimism around,” 
he did not share this view “because the 
man in the street is beginning to real- 
ize that you can’t spend more money 
than you get, and that the credit of 
every one has an end.” 

He pointed out that “even those in 
Washington who formerly had advo- 
cated government interference in busi- 
ness now are saying that government 
never should have been in the business 
field.” 

“We're all ready to go,” Mr. Car- 
lisle said, “and it won’t take much to 
start us—that ‘much’ is the return to 
the idea that this is a private-business 
country and that government functions 
should be concerned only with govern- 


ing.” 





ELECTRICAL WORLD—Published weekly by McGraw-Hill Publishing Company, Inc. Publication Office, 99-129 North Broadway, Albany, N. Y. 
Offices, 330 W. 42nd Street, New York, N. Y. James H. McGraw. Jr., President; Howard Ehrlich. Executive Vice-President; James H. McGraw 
man; Mason Britton. Vice-Chairman; B. R. Putnam, Treasurer; 


St 


Address: 


tes, Canada, Mexico, Central and South American countries, $5 a year; all other countries, $9, or 36 shillings a year. 
1956, at the Post Office at Albany, N. Y., under the Act of March 3, 1879. Prin‘ed in U. S. A. Copyright 1939, by McGraw-Hill Publishing Company, 
McGRAW-HILL, New York. Member A.B.P. Member A.B.C. 


D. C. McGraw. Secretary: J. E. Blackburn Jr., 


. Editorial and Executive 
. Honorary Chair- 
Circulation Manager. Subscription rates in the United 
Entered as second-class matter November 10, 
Inc. Cable 











| 








2". em! 


| ee 





= 


E. K. Hartzell, East Tennessee Power & Light: W. H. Hodge, Chicago; Howard F. 
Weeks, Consolidated Edison Co, of New York, Inc.; R. J. Kenyon, Southern California 
Edison, and R. I. Seymour, Kansas City Power & Light 


Carlton K. Matson, director of pub- 
lic relations, Libbey-Owens-Ford Glass 
Co., advised utilities to seek good pub- 
lic regulation, since scientific regula- 
tion is good for the industry and the 
public. He said that the _ utilities 
should meet present problems by a 
progressive policy of public and indus- 
trial relations. “They must adopt an 
objective view.” 

A proposal that American business 
take the lead in a national campaign to 
restore “the good name of politics and 
politicians” was advanced by Mr. Mat- 
son. He urged all national business or- 
ganizations to take up his proposal 
seriously, which then would become 
“not only a first-class public policy but 
the kind of authentic showmanship 
business needs today if it is to protect 
its preper interests.” 

Wendell L. Willkie, president of 
Commonwealth & Southern, expressed 
to the association regrets of his inabil- 
ity to meet with it owing to “conditions 
over which I have no control.” He said 
that he did not know of any better time 
than the present for an organization 
such as the P.U.A.A. to do an effec- 
tive job. “Above all,” he said, “do not 
be lulled into forgetfulness by sweet 
words or vague assurances.” 


Policy Up to Management 


Merryle S. Rukeyser, International 
News Service, threw the responsibility 
for public relations on top executives 
of the utilities who must determine 
company policies. He said that the 
utilities should write their own adver- 
tising copy and not leave it to an ad- 
vertising agency which does not know 
or fully understand utility operations 
or the company’s story. 

Thomas H. Carens, vice-president of 
Boston Edison, said that the New Eng- 
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land hurricane of last September 
taught public utilities a number of 
lessons. The first and foremost of 
these, he said, was “when you want to 
get a message to the public, when you 
want to hit the public right in the eye 
with that message, there’s no substi- 
tute for paid advertising.” 

Al C. Joy, Pacific Gas & Electric, 
said that the public is not interested 
in the tax story of the utilities unless 
such taxes are discriminatory and are 
a saddled burden to raise the cost of 
service or to hold up rates when other- 
wise they could be reduced. He pre- 
sented a realistic approach to tax 
advertising and public relations. 

Kenneth Magers, Cincinnati Gas & 
Electric, led a discussion of institu- 
tional advertising. 

Howard F. Weeks, Consolidated Edi- 
son Co. of New York, retiring presi- 
dent, welcomed the delegates. He 
reported a substantial increase in in- 
terest in the association and its mem- 
bership. 

At the closing session E. K. Hartzell, 
East Tennessee Power & Light, was 
elected president to succeed Mr. 
Weeks. 

Other officers elected included: H. J. 
Rowe, Iowa Electric Light & Power, 
first vice-president; Al C. Joy, Pacific 
Gas & Electric, second vice-president; 
Miss Clara Zillessen, Philadelphia Elec- 
tric, third vice-president. H. W. Olcott, 
Bozell & Jacobs, was re-elected secre- 
tary, and Thomas H. Spain, Public 
Service Electric & Gas, treasurer. 

Directors elected included: Guy W. 
Philps, Kings County Lighting; Frank 
Jamison, Public Service of Colorado; 
Kenneth Magers, Cincinnati Gas & 
Electric; R. J. Kenyon, Southern Cali- 
fornia Edison; H. E. Metcalfe, West 
Penn Power, and Mr. Weeks. 


Utility Shows Public 


Workings of Plant 


As a step in its good-will and educa- 
tional program Commonwealth Water 
Co., subsidiary of American Water 
Works & Electric Co., Inc., invited its 
customers to the celebration of its 
fiftieth anniversary held at the com- 
pany’s stations at Canoe Brook, Bal- 
tusrol and Short Hills, N. J., on June 10. 

One thousand useful anniversary gifts 
were given away at the main water 
works station at Canoe Brook. An in- 
genious working model of the pumping 
station and purification plant was on 
display. Guides were on hand to show 
visitors the scientific side of modern 
water supply systems. 

W. I. McMane, company manager, 
had all three stations dressed up for 
the celebration. The American com- 
pany has more than 80 water companies 
in its system. 


New Jersey Utility Adds 
Millionth Electric Meter 


The one-millionth electric meter in 
active service on the lines of Public 
Service Electric & Gas Co. was installed 
June 9 in the new post office in Harri- 
son, N. J. 

John S. Ware, general superintend- 
ent of the company’s electric distribu- 
tion department, connected the service 
wires in the presence of Postmaster 
Vincent J. Tuite and officials of the 
electric department. 

When Public Service Corp. of New 
Jersey was formed in 1903, there were 
18.292 electric meters in active service. 
Ten years later the total increased to 
100.000 and by 1921 to 300,000. Ap- 
proximately 100,000 meters a year were 
added to the lines from 1923 to 1927 
and. at the end of 1938, there were 
996.008 meters in service. 


Calder Named Governor 
of N. Y. Stock Exchange 


Curtis E. Calder, president of Ameri- 
can & Foreign Power Co., Inc., has been 
unanimously elected a governor of the 
New York Stock Exchange to serve as 
one of the three public representatives 
on the board. 

Mr. Calder was nominated by Wil- 
liam McC. Martin, Jr., president of the 
exchange. Mr. Calder was born May 15, 
1890, in Winfield, Kan. In 1912 he be- 
came associated with Texas & Dallas 
Power & Light Co. as secretary, leaving 
in 1927, at which time he was president, 
to become president of American & For- 
eign Power. 
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Healy Sees Utility Act 


as an Aid to Industry 


SEC Commissioner points out to Harvard group that act does not 
mean there is to be a dictatorship over utilities — Asserts arrearages 
of preferred dividends block entry into equity market 


Enforcement of the holding company 
act by the Securities and Exchange 
Commission does not mean a death 
sentence for the utility industry or for 
the utility holding company, asserted 
Commissioner Robert E. Healy in an 
address last week before the alumni 
of the Harvard Business School at Bos- 
ton. 

It does mean, he averred, the end 
of corporate pyramiding, write-ups, ex- 
ploitation of operating companies, 
“milking” through inadequate deprecia- 
tion provision, highly inequitable dis- 
tribution of voting power, and many 
other evils of the pre-depression era. 
Contrary to opinions frequently ex- 
pressed, the holding company act’s ad- 
ministration is not a matter of com- 
mission discretion or policy, but of 
applying legal standards to specific 
cases. 


Commends Utilities 


After reviewing the history of holding 
company activities and financing which 
led to the passage of the act, Commis- 
sioner Healy commended the efforts 
upon which a number of companies 
have lately embarked in reorganizing 
their capital structures. Recent work 
along this line, the speaker said, in- 
cludes attempts to obtain as accurate 
a figure as possible for original property 
costs in all subsidiaries; the study of 
every transaction which resulted in a 
debatable bookkeeping entry, and the 

























analysis of surplus accounts. Several 
companies are seeking approval on the 
basis of facts so obtained of a restate- 
ment of capital and creation of a 
special capital surplus which may be 
used toward absorbing debatable items 
necessary to remove from accounts or 
to write their properties down to origi- 
nal cost should that become necessary. 
The act requires the overhauling of 
and many changes in the relations be- 
tween holding companies and subsidi- 
aries in connection with management 
and servicing charges. Considerable 
progress has been made here. 
Commissioner Healy pointed to 48 
utility holding companies with out- 
standing preferred stocks of $1,330,- 
616,000 having accummulated preferred 
dividend arrearages of $336,657,000 as 
of January 1, 1938. Seventy subsidiary 
operating companies had accumulated 
arrearages of $95,745,000 on their out- 
standing preferred stocks in the amount 
of $442,976,000. As long as such 
accumulations of arrearages remain un- 
corrected, the speaker asserted, it is 
idle to talk about an equity capital 
market in the public utility industry. 
Even the refunding of bonds by such 
a company is extremely difficult, if not 










impossible. If an early recapitalization 
program will permit the resumption 
of the flow of earnings from the utility 
industry to investors, it will go far to 
revive confidence in the securities of 
utility holding companies. Financial re- 
organization of unsound structures will 
protect present security holders, open 
the way for dividend resumption and 
facilitate new financing for construc- 
tion. 


Sees No Dictatorship 


In conclusion, Commissioner Healy 
stated that while the holding company 
act does not mean a death sentence for 
the industry or for the holding com- 
pany, “it does not mean that Insull 
Utility Investments, Inc., can be raised 
from the dead or that value can be 
breathed into securities which it was 
unfair to issue in the first place. It does 
not mean that there is to be a dictator- 
ship over the utility industry or its 
nationalization.” 

Mr. Healy said that the act does 
mean lawful regulation in the interest 
of investors, consumers and the public, 
and a return to old-fashioned American 
conservatism and fair dealing from 
which we strayed in the roaring °20s. 
It recognizes 
not impede 
profits. 

Judge Healy took vigorous excep- 
tion in his final words to reports of a 
drastic difference in 


fair dealing and does 
the earning of proper 


opinion among 


the members of the commission on the 
holding company act. He declared that 
the members of the board see eye to eye 
on the ideals and purposes of the act. 
“If these are attained,” said he, “this 
great industry will place itself on per- 
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FRENCH ELECTRIC EXHIBIT—At the preview of the exhibit of the electrical industries 
at the French Pavilion at the World’s Fair were seen (1. to r.) Garreau Dombasle, attache 
of the Counsel-General’s office: de Saint Quentin, French Ambassador at Washington: 
Emile Olivier, French commissioner for the fair; M. Malegarie, president of French 
Industries, and Count Charles de Fontnouvelle, French Consul-General. At left is four- 
cycle breaker for 220 Kv.—with interrupting rating of 2,500,000 kva., has reclosure 
which “insures, within less than 4 cycles and without any interruption of the continuity 
of supply, the elimination of failures due to transient line faults” 
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MODEL HOME—More than 3,000 visitors inspected the “Home of Electric Living’ when 


Commonwealth Edison Co. recently opened its new all-electric home in Chicago. It is 
situated in one of the busiest neighborhood shopping districts 
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manently firm economic foundations 
and will see its own development bring 
increasing benefit both to itself and the 
investing and consuming public.” 


San Francisco Asks 
Raker Act Revision 


Following defeat of San Francisco’s 
eighth municipal electric ownership 
proposal by the electorate in May, city 
and county supervisors last week voted 
to ask Congress to amend the Raker act, 
which grants San Francisco its Hetch 
Hetchy water rights and which specifies 
the means of distributing the by-product 
power. 

Present distribution of Hetch Hetchy 
energy through Pacific Gas & Electric 
Co. facilities has been ruled in violation 
of the act. Appeal is before a federal 
court. Revision of the act to remove re- 
strictions against sale of the energy to a 
private system would render the present 
litigation, instigated by Secretary of the 
Interior Ickes, meaningless. 

Under the agency agreement with 
P. G. & E. San Francisco annually col- 
lects more than $2,000,000 per year. 


City Gets REA Contract 


The City of Robstown, Tex., has been 
awarded the contract by the Rural 
Electrification Administration to furnish 
from its municipal electric plant the 
power for the 252 miles of rural electric 
lines of the Nueces Electric, Inc., which 
has headquarters in Robstown. The sys- 
tem will serve 1,300 customers. 
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Restrict PWA Loans 
for Power Projects 


A concession is made in the relief bill 
which has just passed the House to 
those who have complained of the use of 
PWA funds to subsidize construction 
of municipal utility plants competitive 
with private utilities. Out of the $1,477,- 
000,000 appropriated for WPA $125.,- 
000,000 is transferred to PWA. The bill 
provides that none of the money appro- 
priated be used “to purchase, establish 
or expand mills, factories or plants 
which would manufacture or produce 
for sale articles, commodities, products 
in competition with existing industries.” 

This provision has been applied previ- 
ously to WPA appropriation, but it’s the 
first time PWA has been subjected to 
such a restriction. The restriction on 
PWA, however, applies only to the 
$125,000,000 included in this bill. 


Urges Plant Enlargement 


Frank T. Schultz, superintendent of 
the Columbia City, Ind., power plant, 
has recommended to City Council the 
enlarging of the municipal electric 
light facilities before the winter of 1940 
to take care of increasing power loads. 
He recommended the installation of a 
2,500-kw. turbine, stating that the plant, 
in keeping abreast of its 500,000-kw.hr.- 
per-month load, would be left without 
any reserve equipment should one of 
the turbines break down. Cost of the 
new unit with its auxiliaries would be 
approximately $120,000. 
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Chicago Utility Opens 
All-Electric Home 


Commonwealth Edison Company’s 
new all-electric demonstration home, re- 
cently opened to the public, was visited 
by more than 3,000 people on the first 
day. This new Edison “Home of Electric 
Living” is intended to suggest electrical 
improvements that Chicagoans can 
adapt to their existing homes or incorpo- 
rate in new houses. It is located in one 
of Chicago’s busiest neighborhood shop- 
ping districts. 

Designed as a demonstration home. 
rather than one to be lived in, the Edi- 
son home is entirely on one floor. Each 
room—kitchen, living room, dining 
room, breakfast nook, bedroom, bath- 
room, laundry, workshop and recreation 
room—is readily accessible from a main 
aisleway. 

Architecture is early American Cape 
Cod cottage style brought up to date 
with such innovations as all-year air 
conditioning, an all-electric kitchen and 
laundry, recessed lighting, all-electric 
blankets, ultra-violet lamps, radios built 
into period furniture, modern kitchen 
ventilation, fluorescent lights, “plug-in- 
strip” and a host of other improvements. 
{In fact, each room has its own particu- 
lar electrical improvements. 

Stars of the G. E. “Hour of Charm” 
radio program acted as guest hostesses 
at the home during the afternoon of the 
opening day. Alderman Edwin F. Meyer 
presided at the opening day ceremonies. 

In addition to attractions at the new 
“Home of Electric Living,” Chicagoans 
are being given an opportunity to learn 
how to cope with the weather at the Air 
Conditioning and Ventilating Exposi- 
tion, also opened by Commonwealth 
Edison. Twenty-six manufacturers are 
exhibiting their latest equipment at the 
exposition. 


Philadelphia Tries Out 
Five-Year Sales Plan 


Opinion is divided on the merits of 
the five-year plan for electric refrigera- 
tors recently introduced in Philadelphia. 
Major department stores have refused 
to adopt the plan, but practically all 
electrical appliance dealers are trying 
it out. The Philadelphia Electric Co. 
inaugurated the plan recently as a com- 
petitive move against the gas-appliance 
dealers, who had been on the basis for 
some time. 

In the few weeks that the plan fo: 
electric refrigerators has been in effec! 
sales response has varied with individua! 
dealers. Sales volume has begun to 
move ahead, however, with opinion di 
vided as to whether it is due to the 
warm weather or the five-year plan. 
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Marks Opening of Line 
to Transmit Electricity 


Portland General Electric celebrates fiftieth anniversary of first 
successful transmission of power over long distances — Griffith 
company’s predecessor made history on June 3, 1889 


Fifty years ago the Willamette Falls 
Electric Co., out of which organization 
the Portland General Electric Co. was 
formed, made history, Franklin T. Grif- 
fith, president, pointed out in cele- 
brating the fiftieth anniversary of long- 
distance transmission of hydro-electric 
energy. 

Mr. Griffith said that on June 3, 
1889, the company transmitted elec- 
tricity from Oregon City to Portland, 
a distance of 14 miles, and began in 
this city a public service that has never 
lapsed. As far as records go, it is be- 
lieved that this was the first suc- 
cessful long-distance transmission of 
electricity for commercial purposes in 
the United States. 


Sponsors Celebration 


Portland General Electric marked 
the occasion by sponsoring a program 
at Neighbors of Woodcraft Hall in 
Portland on June 2, attended by repre- 
sentatives in the utility and electrical 


FIRST LINE — Portland General Electric 
celebrated this month the fiftieth anniver- 
sary of long-distance iransmission of 
hydro-electric energy from Oregon City to 
Portland. Top left—An idea for street 
lighting that failed. Lower left—First 
long-distance line built by Willamette 
Falls Electric. Right—W. C. Cheney, first 
superintendent, in his electrical laboratory 
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industry, a few of the men who worked 
in the original Oregon City generating 
plant and on the original transmission 
line, and the public. 

O. B. Coldwell, vice-president in 
charge of operations, delivered an 
illustrated lecture describing the early 
technical progress of the electrical in- 
dustry in the Northwest. 

Newspapers in the area gave especial 
attention to the celebration, with the 
Oregon Journal publishing a special 
twelve-page “Power Progress” section. 

Mr. Griffith said that his company 
looks ahead to another 50-year period 
of progress in the field of public service. 
He declared that the company had 
ceased to build new hydro-electric gen- 
erating plants “because the govern- 
ment has undertaken the great naviga- 
tion and power development at Bonne- 
ville and the reclamation and 
development at Grand Coulee.” 


power 


“But we have,” he said, “while Bon- 
neville was being built, steadily im- 
proved our distribution facilities, and 
we enter this new epoch tendering 
these improved, far-flung facilities and 
our half-century of experience to help 
in making the plant at Bonneville an- 
other milestone in the progress of elec- 
tric public service.” 

Charles F. Scott, professor emeritus 
of the School of Electrical Engineering 
at Yale University, wrote Mr. Coldwell 
of the pioneering of the Willamette 
Falls Electric Co. that the plant “was 
the first breaking away from lower 
voltages to the very high value of 4,000 
volts. So far as I have been able 
to learn your plant, in the kilowatts 
transmitted, in the voltage used and 


in the distance of transmission, was 
the outstanding transmission of its 
day.” 


The celebration recalled the early 
association of H. M. Byllesby with 
Portland General Electric, as its early 
first vice-president, and the work of 
Sidney Z. Mitchell with the several 
electric utilities in the Northwest when 
he was in charge of affairs of Gen- 
eral Electric in the area prior to the 
formation of Electric Bond & Share. 

Many of the old timers were present 
during the celebration and they re- 
called experiences of W. C. Cheney, who 


Original station A of Willamette Falls Electric Co. 
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was the first superintendent of the 
Willamette Falls Electric Co., and for- 
mer technical adviser for the Westing- 
house Electric & Manufacturing Co. 
Pictures of early ideas in street light- 
ing were shown during the celebration. 
In 1884 the City Council of Portland 
rejected the idea of poles 150 ft. high 
with four to six lights intended to 
illuminate a distance of four to six 


blocks. 


Power Loads Added 
by New Jersey Utility 


Investigation having shown it to be an 
economical move, the New York Ship- 
building Corp. of Camden has decided 
to discontinue operation of its own 
power plant and has signed a contract 
to purchase central station electricity 
from Public Service Electric & Gas 
Co. beginning October 1, next. It is 
estimated the consumption of electricity 
under the contract will be approxi- 
mately 1,350,000 kw.-hr. a month. 

During 1938 52 privately owned 
power plants in the utility’s territory 
were shut down. Forty-two of the com- 
panies operating the power plants 
changed over to central station service 
for their power requirements. The ten 
remaining companies went out of busi- 
ness. 

In the first four months of this year 
30 industries moved into the territory, 
as against 25 in the corresponding 1938 
period. 
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Report Issued by FPC 
on 385 Private Utilities 


Comprehensive data compiled on assets representing 90 per cent of 
electric industry — Shows total assets of $16,873,384,102 and 
plant investment of $5.50 per annual dollar of revenue 


A comprehensive report in two vol- 
umes of statistics of 385 privately 
owned electric utility companies, rep- 
resenting, on the basis of assets, 90 
per cent of the industry in the United 
States, has been prepared by the Fed- 
eral Power Commission. 

The report, compiled from data fur- 
nished by privately owned Class A and 
Class B electric utilities with annual 
revenues of $250,000 or more, shows 
the aggregate of plant accounts of 
$13,851,583,019 and total assets of $16,- 
873,384,102. The plant account repre- 
sents a book investment in _ utility 
property of about $5.50 per dollar of 
annual revenue. Plant constituted 82.1 
per cent of total assets. Combined 
total of current assets is shown to be 
$959.074,918, and 1.4 times current 
liabilities of $692,383,959. 


Outstanding Securities 


It was shown that outstanding secu- 
rities of the companies aggregated 
$13,378,579,835, including $4,306,363,- 
835 common capital stock, $2,125,431,- 
564 preferred stock and $6,850,194,447 


long-term debt. Common stock repre- 
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SAFETY RECORD—In recognition of a record of five years’ operation totaling 472,400 
man-hours without a lost-time accident, this safety plaque was presented to the 
employees of the Sanford steam-electric station at Lake Monroe of the Florida Power 
& Light Co. L. to r.—Bryan C. Hanks, president: George Carter, deputy compensation 
commissioner of the Florida Industrial Commission: Wendell C. Heaton, chairman of the 
commission; J. A. Young, superintendent of the utility station; B. E. Irwin, safety 
director of the Florida Industrial Commission, and Walter Rountree, deputy compensation 


commissioner of the commission 
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sented 32.2 per cent of outstanding 
securities and preferred stock 15.9 per 
cent. 

Figures for the year ended Decem- 
ber 31, 1937, showed total electric 
operating revenue of $2,157,277,266, of 
which 98.6 per cent constituted revenue 
from sales of 120,835,397,000 kw.-hr. 
to an average number of 24,378,401 
customers. Other electric revenues 
totaled $30,339,152. 

The report shows that the utilities 
served an average of 19,627,633 resi- 
dential customers and received $645,- 
748,799 from the sale of 14,821.890.- 
000 kw.-hr. The average annual use 
for this class was 755 kw.-hr. and the 
average bill was $32.90. 

Commercial and _ industrial sales 
were made to 3,763,308 customers, who 
accounted for 65,202,088.000 kw.-hr.. 
producing $1,105,092,543 of revenue. 
and an annual average bill of $293.65. 
The average revenue per kilowatt-hour 
was 1.69 cents. 

Rural service was supplied to 899.- 
931 customers, or 3.7 per cent of the 
total number of customers served. 

The two volumes contain approxi- 
mately 250 pages each and are sold by 
the commission at $2 per set. 


Florida Utility Plant 
Sets Safety Record 


A beautiful bronze plaque has been 
presented by the Florida Power & Light 
Co. to the employees of the Sanford 
steam-electric station at Lake Monroe in 
recognition of their record of five years 
operation, totaling 472,400 man-hours, 
without a lost-time accident from March 
28, 1934, to March 28, 1939. 

Bryan C. Hanks, in presenting the 
plaque to J. A. Young, plant superin- 
tendent since the plant went into opera- 
tion in November, 1926, and the 32 em- 
ployees, characterized the safety record 
as a most remarkable achievement in 
the history of industrial organizations. 

A crowd of 350 prominent Seminole 
County residents and visiting dignitaries 
witnessed the ceremonies. In accepting 
the plaque Mr. Young gave full credit 
for the remarkable record to the em- 
ployees of the plant. He said that in 
the five-year period the medical expense 
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to the company has been only $38. 

Gov. Fred P. Cone wrote Mr. Hanks 
that the safety record is an achievement 
“that you may be well proud of, not 
only from a standpoint of economics but 
from the more important view of service 
to humanity.” Governor Cone congratu- 
lated the company and its employees on 
their splendid accomplishments. 


Graves Named Head 
of Light Engineers 


Lester H. Graves, vice-president of 
Curtis Lighting, Inc., has been elected 
president of the Illuminating Engineer- 
ing Society and will take office on Oc- 
tober 1, next, succeeding D. W. 
Atwater, manager of commercial engi- 
neering of lamp division of Westing- 
house Electric & Manufacturing Co. 

Mr. Graves, widely known for his 
connection with various prominent 
lighting installations and work with 
the association, is optimistic concern- 
ing the outlook for the lighting busi- 
ness. He believes that the success 
which large chain stores have gained 
with the new application of modern 
lighting will spread to the smaller 
chains and other business establish- 
ments. He said that retail outlets are 
finding that lighting has stimulated 
sales. 

The Toronto chapter of the I.E.S. 
has been designated as a section, which 
is the first outside of the United States. 
The official announcement will be 
made at the annual meeting to be held 
August 21-25 at San Francisco. Mr. 
Graves said that the Canadian chapter 
won the designation because of its fine 
work and growth in membership. The 
chairman of the section will become a 
member of the council chamber. 

Mr. Graves said that the member- 
ship of the I.E.S. has been growing 
steadily and is now the largest in the 
history of the society. 


Johns Hopkins Starts 
Tests on Cable Failures 


A series of tests to determine a 
method of locating a “dying” high- 
voltage, underground, electric cable 
before complete failure takes place are 
being conducted at Johns Hopkins Uni- 
versity, according to a report of the 
Engineering Foundation. 

The studies, said to be of importance 
to utilities, seek to avert cable break- 
downs by giving a preliminary warning. 
This would permit power companies to 
control indirectly the time element in 
making repairs, leading to higher effi- 
ciency and reduced costs of replace- 
ments. 
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GUESS AGAIN—Indianapolis Power & Light Co. featured the Modern Kitchen Bureau's 
“Guess Again” campaign in its exhibit at the Indianapolis Home Show 





See Adequate Power 
Supply for New York 


Electric power facilities in the metro- 
politan New York City area are ade- 
quate to meet any demands in the next 
two years, according to testimony before 
the Public Service Commission in con- 
nection with the adequacy of power 
supply. 

Harry P. Woodrow, vice-president of 
Consolidated Edison Co. of New York, 
Inc., presented figures to show that the 
Edison company anticipated a demand 
on its system for approximately 1,880,- 
000 kw. by 1942, and that existing ca- 
pacity, including installations now 
under construction, were adequate to 
handle that load with a margin of 27 
per cent. 

E. W. Doebler, general operating di- 
rector for the Long Island Lighting Co., 
presented a somewhat similar picture of 
the situation. He showed that Long 
Island Lighting estimates that the 1942 
peak load on the system will be 124,000 
kw., compared with 104,000 kw. peak 
load established in December, 1938. He 
said that the expected 1942 peak load 
could be handled comfortably without 
any additional generating capacity. 


Orders El Paso Electric 
To Reinstate Employees 


The NLRB has ordered the El Paso 
Electric Co. to reinstate 53 employees 
who went out on strike on February 27, 
1936, affording them back pay from 
February 29, 1936, the day the board 
found they were discharged by the 
company. 
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The Texas utility was also ordered to 
disestablish the El Paso Electric Co. 
Employees’ Alliance as a bargaining or 
grievance agency and to void any con- 
tracts it may have with the alliance. The 
company was ordered to stop discour- 
aging membership in the AFL union. 

Two strikers were refused reinstate- 
ment or back pay because the board 
found that they had engaged in or in- 
tended to engage in sabotage. The I.B. 
E.W. called a strike on February 27, 
1936. 


. 
Permitted to Export Power 


FPC has authorized the San Diego 
Consolidated Gas & Electric Co. to ex- 
port electric energy to Mexico to supply 
the Border Telephone & Light Co. and 
M. P. Barbachano in the town of 


Tecate. The authorization expires May 
31, 1942. 


Florida Power Starts 1939 
Underground Construction 


The 1939 program of underground 
construction in downtown St. Peters- 
burg, calling for the installation of 
2,000 ft. of 15-kv. cable, 12,000 ft. of 
secondary cable and 17,000 ft. of 
underground cable duct, was begun re- 
cently by the Florida Power Corpora- 
tion. 

In addition, fourteen underground 
vaults for housing transformers and 
splicing cable will be built and four 
subway-type transformer banks in- 
stalled. Plans call for the completion 
of this year’s work, part of an eight- 
year program scheduled for completion 
in 1945, within four months. 
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Bonbright New Head 
of State Power Body 


Dr. James C. Bonbright, professor of 
finance at Columbia University and vice- 
chairman of the New York State Power 
Authority since 1934, has been elected 
chairman to succeed the late Frank P. 
Walsh. Fred J. Freestone, a trustee since 
1931, has been elected vice-chairman. 
Maurice P. Davidson, former New York 
City commissioner of water supply, gas 
and electricity, was recently appointed 
by Governor Lehman to fill the vacancy 
on the authority caused by the death of 
Mr. Walsh. 

Dr. Bonbright is known as an expert 
and writer on public utility economics 
and regulation. He was graduated from 
Northwestern University in 1913 and 
received his Ph.D. from Columbia in 
1919, joining the faculty the following 
year, and was appointed a professor of 
finance in the School of Business in 
1927. 

In 1917 Dr. Bonbright served as eco- 
nomic assistant to the President’s In- 
quiry Commission. In 1930 he was on 
the State Commission for Revision of 
the Public Service Commission Law and 
was an adviser to the chairman of the 
St. Lawrence Power Development Com- 
mission. Dr. Bonbright went to Stock- 
holm in 1933 as one of the United States 
delegates to the World Power Confer- 
ence and was on the executive com- 
mittee of the American section of the 
1937 conference held in Washington. 
He has served on several government 
committees and has been economic con- 
sultant. 


Elects Officers for 1940 


Officers of the Wisconsin Municipal 
Utilities Association for the coming 
year elected at the eleventh annual 
meeting of the association at Plymouth, 
Wis., June 6-7 are as follows: President, 
N. B. Thayer, Elkhorn, Wis.; vice- 
president, J. Towne. Waupun; secre- 
tary-treasurer, J. Jedwabny, Menasha. 
Waupun was selected as the convention 
city for 1940. 


Former Utility Officials 
to Distribute Appliances 


Harry W. Cameron, for the past 21 
years connected with the merchandis- 
ing department of the Tennessee Elec- 
tric Power Co., has organized the Harry 
W. Cameron, Inc., a new company to 
distribute the Hotpoint line of electrical 
appliances in the territory east of the 
Tennessee River and including all ter- 
ritory formerly served by Tennessee 
Electric Power. 
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Associated with Mr. Cameron will be 
J. W. Pentecost, vice-president, and 
K. W. Henderson, secretary. The new 
company has taken over the office, 
warehouse and stock of the Edison 
General Electric Appliance Co. and its 
personnel. Mr. Pentecost has been with 
Edison General Electric for the past 
sixteen years and Mr. Henderson has 
been with Tennessee Electric Power 
since 1925. 


Standards Group Forms 
New Advisory Committee 


Organization of an advisory commit- 
tee for the American Standards Asso- 
ciation, consisting of thirteen leading 
industrial executives, has been an- 
nounced by Edmund A. Prentis, presi- 
dent of the association. Chairman of 
the committee is Howard Coonley. 
chairman of the board of Walworth 
Co. and president of the National 
Association of Manufacturers. 

Among the members are: Floyd L. 
Carlisle, chairman of the board, Con- 
solidated Edison Co. of New York; Dr. 
Karl T. Compton, president Massachu- 
setts Institute of Technology: James H. 
McGraw, Jr., president McGraw-Hill 
Publishing Co., and A. W. Robertson, 
chairman of the board, Westinghouse 
Electric & Manufacturing Co. 


Economics Conference for Engineers — Annual 
ae Stevens Engineering Camp, Johnson- 
burg, N. J., June 24-July 3. 


American Society for Testin 
meeting and fifth exhibit o 
eee. Chafonte- a 
City, June 26-30. E. Hess, assistant 
Ses, io South Broad S. Philadelphia, Pa. 


American Institute of Electrical Engineers—Com- 
bined summer and Pacific Coast convention, 
San Francisco, Calif., June 26-30. H. H. Hen- 
line, national ‘secretary, 33 West 39th St., 
York, ee 


Michigan Gas & Electric Association — Annual 
eeeneee. Mackinac Island, Mich., June 29- 
uly 


International High-Tension Conference—Bi-annual 
meeting, Paris, France, June 29-July 8. F. Att- 
wood, president American = Committee, 
Ohio Brass Co., New York, 


American Society of Heating and Ventilating 
Engineers—Semi-annual meeting, Mackinac Is- 
land, Mich., July 4-6. Society — 
5! Madison ‘Avenue, New York, N. 


Materials—Annual 
apparatus and in- 
Hall, Atlantic 


New 


American Society of Mechanical ainnisdiie. 
annual meeting, San Francisco, Calif., July 10- 
15. C. E. Davies, national secretary, 29 West 
39th St., New York, N. Y. 


International Association of Electrical Inspectors 
—Joint annual meeting, northwestern and south- 
western sections, Hotel Empire, San Francisco, 
Calif., August 14-18. 


Illuminating Engineering Society—Annual meet- 

ing, Fairmont Hotel, San Francisco, Calif., 
August 21-25, Howard M. Sharp, general secre- 
tary, 51 Madison Avenue, New York, 


National Association of Railroad and Utilities 
Commissioners — Annual meeting, Seattle, 
Wash., August 22-25. Clyde S. Bailey, Secretary, 
New Post Office Bidg., 12th and Pennsylvania 
Avenue, Washington, 5..C 
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Picks Leland Olds 
for McNinch Post 


President Roosevelt has nominated 
Leland Olds, executive secretary of the 
New York State Power Authority, to be 
a member of the Federal Power Com- 
mission for a term expiring June 22, 
1944, to succeed Frank R. McNinch, 
former chairman of the FPC, who now 
holds the chairmanship of the Federal 
Communications Commission. 

Mr. McNinch had expressed to the 
President his “doubt as to whether or 
not” he would feel like undertaking the 
responsibility of another five-year term 
on the FPC. 

Mr. Olds has been an ardent sup- 
porter of the New Deal. He has also 
supported the St. Lawrence Seaway, 
backed by Mr. Roosevelt. He was one of 
the rate experts consulted by the TVA 
in establishing its rate base. Before 
going to New York he was a Chicago 
economist. He is 43 vears old. 


New Dwelling Units 
for 77,000 Families 


Dwelling units for nearly 77,000 
urban families were provided in the 
United States during the first quarter 
of 1939, according to an announcement 
by the Department of Labor based on 
reports of building permits received by 
the Bureau of Labor Statistics. The 
number of new units represents an in- 
crease of 82 per cent as compared 
with the corresponding period of 1938. 
The increase was spread over all nine 
geographic divisions. About 28,000 of 
the units were in the Middle Atlantic 
States. This was an increase of 154 per 
cent over the like quarter of 1938. 

Exclusive of land, the permit valua- 
tion of these dwellings amounted to 
$269,592,000. The estimates are based 
on reports from cities that contained 88 
per cent of the entire urban population 
of the United States. 


Leipzig Fair Dates Set 


The historic Leipzig Fair will hold 
its session this year from August 27- 
31. Some 6,000 firms from 25 coun- 
tries will display their products. 


RFC Lends REA $2.750,000 


During the month of April the RFC 
made a loan of $2,750,000 to the Rural 
Electrification Administration. RFC dis- 
bursements to this agency to date total 
$56,700,000. 
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CRUSADE WINS AWARD—The year’s outstanding contribu- 
tion to the advancement of selling and sales management 
was made by the Kelvinator Division of Nash-Kelvinator 
Corp. with its National Salesmen’s Cru- 
sade —"’Sales Mean Jobs’’— movement, 
in May, 1938, and 
1,100 cities participated. Last week in 
Philadelphia the Howard G. Ford award, 
given annually to the company produc- 


started in which 


ing the best business building program, 
was given the company during the con- 
vention of the National Federation of 
to r.—R. C. Cam- 
eron, household manager of Kelvinator, 


Sales Executives. L. 


receiving the award on behalf of George 
W. Mason, president and father of the 
crusade; Mr. Ford, and Roy H. Warmee, 
sales manager of the Philadelphia Coke 
Co., who made the award 





I.E.S. GROUP—High above the New York World’s Fair, members of the 
Illuminating Engineering Society committee on street and highway gather on 
the roof of the Petroleum Industry exhibition for a luncheon before their tour 
of the Fair grounds 


Front row seated (l. to r.)—W. T. Blackwell, Newark, N. J.; C. S. Woodside, 
Bloomfield N. J.; Mrs. J. H. Dawson, Detroit; Mrs. T. W. Rolph, Newark, Ohio; Mrs. 
F. V. Westermaier, Philadelphia; F. V. Westermaier; Mrs. Louis J. Schrenk, Detroit; 
Mrs. C. A. Halvorson, West Lynn. Mass.; Kirk M. Reid, Cleveland; Howard F. Ilqner, 
Milwaukee. 

Back row (I. to r.)—Ellsworth Francisco, Newark, N. J.; Claude E. Mowrer, Detroit; 
George C. Cousins, Toronto, Ont.; J. H. Dawson; A. F. Dickerson, Schenectady; 
R. D. Chisholm, South Milwaukee; Q. P. Ortleib, Trenton, N. J.; George E. Korten, 
Jackson, Mich.; Louis Schrenk; C. A. B. Halvorson; George W. Izant, Cleveland; 
W. C. Haddon, Asbury Park, N. J. 
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E WINNER—A. E. Julian, McGraw Electric, chairman of the Elec- 
Water Heater Section of NEMA (right), presenting the certificate 
ward to W. K. Powers, Northern States Power Co., as winner of 
sweepstakes prize in the Modern Kitchen Bureau's 1938 salesman’s 
est for writing the best letter on “How I Sell Electric Water 
ters.” Mr. Powers received $100 in cash. W. C. Stephenson, 
bureau's field representative in the north central states, is at the left 
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MILLIONTH VISITOR—Clarence L. Law, vice-president Consolidated Edison Co. of 
New York, Inc., greets Mrs. Albert B. Ferguson of New York City as the one-millionth 
person to pass through the company’s water ballet facade to view the “City of Light” 
at the New York World’s Fair. As many as 58,000 visitors have viewed the magnificent 
exhibit and diorama in a single day 


ELECTRICAL EXHIBIT—At the recent Electrical Equipment Show in Akron, Ohio, 
sponsored by Central Ohio Light & Power, Ohio Edison and Ohio Public Service, in 
co-operation with electrical jobbers, 33 exhibitors put equipment on display. Industrial 
and commercial executives. E.M.E. groups, professional engineers and others from 
.ECTRIC COOKING—O. W. Wagley, commercial all points in the state visited the three-day show 

les manager of Wisconsin Electric Power, ad- 
essing the group of commercial cooking equip- 
ent stlesmen and dealers at a recent meeting 
| General Electric Supply Corp. at Milwaukee. 
Discussions were on the profit- 
building possibilities of electric 
cooking equipment for commer- 
cial use 


———— 


Sa 


SERVICE CONFERENCE—Part of 
the group of representatives of 
utility companies in all sections 
of the country attending the 
eighth annual home service con- 
ference of General Electric Co. 
held recently at Nela Park, 
Cleveland. A feature of the pro- 
gram was the introduction of the 
Cinderella contest to boost dealer 
floor traffic. The contest closes 
July 13 
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POWER INDUSTRY FROM 
ANACONDA ENGINEERS 


There’s only one best way to find the answers to these 
questions. By testing. That’s the Anaconda way. 


HESE are but two of many tests to which materials are 

subjected in the construction of Anaconda impregnated 
paper cable. The upper left photograph shows a specially- 
constructed instrument for testing various types of insu- 
lating tapes and for making “tape-by-tape” radial power 
factor surveys of impregnated paper cable. The apparatus 
at the right is a small-scale production model of the oil 
degassing process. This laboratory model simulates and 
therefore predicts the behavior of impregnating oils in reg- 
ular large-scale production by the exclusive Taylor system. 

Such tests certify to our belief that every material going 


into Anaconda cables meets the highest standards of qual- 


ity. This individualized attention to details is characteristic 
of Anaconda research. These painstaking methods have re- 
sulted in much better quality and longer-lasting insulations. 


Put your problem up to Anaconda Engineers 


Why not benefit by these and other results of Anaconda 
research? When you have a cable problem of any kind, 
put the matter up to Anaconda. Our engineering depart- 
ment is at your service. ae 
Visit the Copper & Brass Industry 


Exhibit in the Metals Building, Neu 
York World’s Fair— 1939 


ANACO pA 


mine * consumer 
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Output Again Sets 
New June Record 


June records were broken for the 
second time in the week ended June 17 
when the output of the electric light 
and power industry rose nearly 8,000,- 
000 kw.-hr. over that of the preceding 
week to 2,264,719,000 kw.-hr., accord- 
ing to the Edison Electric Institute. 
The excess of 13.7 per cent over the 
preceding year was the largest since 
the summer of 1937. In that year, it 
will be noted, the output curve was 
mounting to levels far above those pre- 
viously recorded for the season. 

The corresponding week’s output in 
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Per Cent Change from Previous Year 
Week Ending 











Region June 17 June lO June 3 
New England .... . +159 +118 + 10.8 
Middle Atlantic . +132 +12.7 +139 
Central Industrial 17.2 +175 +145 
West Central + 62 +293 + 7.3 
Southern States + 13.6 +102 +4105 
Rocky Mountain +13.7 +136 +14.4 
Pacific + 9.9 8.1 + 9.1 

United States 13.7 + 13.3 12.5 


Billions of Kw-Hr. 
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1937 has now been surpassed by 2.3 per 
cent, the largest gain since the early 
part of February, with one exception. 

The increase over 1938 was largest 
in the Central Industrial area, where it 
again exceeded 17 per cent. This is 





oe oo = |= @ 


about equal to the.setback a year ago 
and would seem to indicate that opera- 
tions are close to the 1937 level. In 
New England and the South the gains 
have been gradually widening to 15.9 
and 13.6 per cent respectively. 





| April Output Gains 





11% Over Year Ago 


Production of electric energy for pub- 
lic use during April totaled 9,776,998,- 
000 kw.-hr., a decrease of 5.6 per cent 
from March, but a gain of 11 per cent 
over April a year ago, according to the 
Federal Power Commission. 

Total capacity of generating plants 
available for service as of April 30 
amounted to 39,357,000 kw., a net in- 
crease of 73,400 kw. over that previously 
reported. Included in this capacity fig- 
ure are plants owned by electric rail- 
ways and railroads, certain miscel- 
laneous plants generating for their own 
use and that part of the capacity of 
manufacturing plants allocated to the 
production of electric energy for the 
public use. 

Coal on hand at electric utility power 
plants on May 1 totaled 8,785,648 tons, 
a decrease of 9.4 per cent from April 1 
and a decrease of 10.4 per cent from 
May 1 last year. During April electric 
utility power plants consumed approxi- 
mately 2,826,995 tons of bituminous 
coal and 176,056 tons of anthracite, a 
























' decrease of 10.8 per cent for bituminous 
and a gain of 7.4 per cent for anthracite, 


when compared with the previous 











a month. 
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Production by water power during 
April amounted to 45 per cent of the 
total output for public use, as against 
43 per cent in March and 46 per cent 
in April last year. 


Spokane Utility Wins Case 


Washington State Supreme Court re- 
cently denied a petition for rehearing 
in the case of the Model Light & Water 
Co. of Spokane County against the 
Washington Water Power Co. The 
smaller company had brought suit 
against the larger utility, contending 
rates were discriminatory and higher 
than those charged other similar com- 
panies. 

+ 


Georgia Board to Take 
Inventory of Utilities 


Walter R. McDonough, chairman of 
the Georgia Public Service Commis- 
sion, has announced that an inventory 
of all electric utility properties in 
Georgia would begin July 1. The proj- 
ect, to be undertaken with WPA labor, 
is estimated to involve a cost of $295,- 
335. All funds are to be provided by 
WPA. 

Mr. McDonald said the survey would 
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include field study of property owned 
by the electric utilities, such as steam, 
hydro and all distribution systems and 
plant units. He stated the information 
obtained will be of great value to the 
commission in its task of determining 
future power rates. 


Charges Appropriation 
Cut Curtails Rate Probe 


The $1,916,000 Public Utility Com- 
mission appropriation approved by the 
1939 Pennsylvania Legislature will re- 
sult in a sharp curtailment of rate 
investigations, Commissioner Richard 
J. Beamish stated recently. The com- 
mission had asked for $3,200,000 for 
the new biennium, starting June 1. 

Commissioner Beamish said the com- 
mission would “pull in its ears” on 
investigations begun against the Penn- 
sylvania Power & Light Co., Philadel- 
phia Electric Co. and other utility 
companies. “Curtailment of the com- 
mission’s investigating activities,” Mr. 
Beamish said, “will result in increased 
rates to the state’s utility consumers, 
and there will be nothing the commis- 
sion can do about it. The people of 
Pennsylvania are going to be handed a 
huge bill as a result.” 
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West Penn Power Elects 
Swinney Vice-President 


Wilford H. Swinney, comptroller of 
the West Penn Power Co. since 1927, 
was elected a vice-president at a recent 
meeting of the board of directors. Prior 
to his connection with West Penn Power 
Co., made in 1927, Mr. Swinney was 





associated with the American Telephone 
& Telegraph Co. for three years and 
the Interstate Commerce Commission 
for ten years. 

At the same meeting M. G. Miller 
and Alexander P. Frazer, Jr., were ap- 
pointed assistant comptrollers. Mr. Mil- 
ler has been associated with West Penn 
since 1922 and Mr. Frazer since 1938. 


> A. R. SMALL, president Underwriters 
“Laboratories, Chicago, was elected a 
vice-president of the National Fire Pro- 
tection Association at its recent annual 
meeting. 


> WituiaM P. Dryer, a senior engineer 
of the Federal Power Commission, has 
been appointed a delegate on the part 
of the United States to the Tenth Inter- 
national Conference on High-Tension 
Electric Systems which will be held at 
Paris, France, from June 29 to July 8. 
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Mr. Dryer, who is a senior engineer in 
the commission’s division of gas and 
electric resources, was formerly with 
the General Electric Co. at Schenec- 
tady, N. Y., and later was in the Boston 
office of Stone & Webster. 


> C. E. Houston, formerly commercial 
manager of the Southern California 
Edison Co., has been appointed as- 
sistant general manager. The sales, 
commercial and divisions managers will 
be under his supervision. E. R. Davis, 
also appointed an assistant general 
manager, will have charge of the pur- 
chasing, right-of-way, medical, claim 
and employment departments. R. R. 
WALBRIDGE, formerly assistant commer- 
cial manager, is now commercial man- 
ager. 


> Pror. Russet: G. WARNER joins the 
staff of the United Illuminating Co., 
in New Haven, Conn., on July 1 and 
will focus on rate analysis. He will re- 
tire from the Yale electrical engineer- 
ing faculty at that time. Until recently 
he had been electrical engineer of the 
Connecticut Public Utilities Commis- 
sion, succeeding A. E. Knowlton in 
1930, when the latter joined the staff 
of ELecrricAL Wortp. Mr. Warner has 
written a number of articles for the 
technical press. He is a past-chairman 
of the Connecticut section of the Amer- 
ican Institute of Electrical Engineers. 


> Wittiam O. Lippman has been ap- 
pointed manager of the East Spring- 
field (Mass.) works of the Westing- 
house Electric & Manufacturing Co., 
succeeding L. A. Osborne, who has 
been named manager of the manufac- 
turing and engineering merchandising 
division. Mr. Lippman entered the com- 
pany’s service in 1918 at East Pitts- 
burg, and in 1923 was transferred to 
East Springfield as chief inspector. 
Two years later he was appointed su- 
perintendent of industrial relations and 
in 1936 became superintendent of the 
fan, and later of the air conditioning 
department. 


EWS ABOUT PEOPLE 


F. J. Hatch Relinquishes 
Duties with Utility Co. 


Fred J. Hatch, for the past thirteen 
years advertising and publicity execu- 
tive for the Wisconsin Public Service 
Corp., Green Bay, has joined Klau-Van 
Pietersom-Dunlap Associates, Inc., Mil- 
waukee advertising agency. Mr. Hatch 





will operate out of Green Bay, servic- 
ing accounts in northern Wisconsin. 
He will continue to serve the Wisconsin 
Public Service Corp. as special consult- 
ant and will maintain his residence in 
Green Bay. 

Mr. Hatch joined the sales depart: 
ment of the Wisconsin Valley Electric 
Co. in Wausau in 1926. After a few 
months he was appointed advertising 
manager and assistant sales managet. 
In 1934, when the Wausau company 
was merged with the Wisconsin Public 
Service, he was transferred to Green 
Bay where he has since handled the 
publicity and public relations work for 
the company. 


> Grant S. Cocuran, general construc 
tion superintendent of hydraulic plants, 
Consumers Power Co., Jackson, Mich. 
has recently retired at his own request. 
at the age of 71. Part of the story o 
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his career was told at a testimonial din- 
ner in his honor attended by many ofh- 
cials of the company. Speakers included 
J. H. Foote, chief engineer; D. E. Karn, 
vice-president and general manager; 
Frank G. Boyce, vice-president and 
manager of the electric production and 
transmission department, and George 
F. Stecker, superintendent of construc- 
tion. 


Crane Assigned Broader 
Duties by Cutler-Hammer 


Cutler-Hammer, Inc., Milwaukee, has 
announced the appointment of G. S. 
Crane to vice-president in charge of 
sales and engineering. Mr. Crane has 
been actively in charge of the sales 
division of the company. In addition 
to his sales responsibilities, Mr. Crane 
now assumes supervision of all of the 
development work for this company. 
Under the new arrangement, Mr. Crane 
also assumes executive control of the 
engineering and drafting departments 
as well as the company’s patent depart- 
ment. 

Mr. Crane has been associated with 
Cutler-Hammer for 29 years, serving 
successively in the engineering and 
sales departments. After having been 
manager of the Cleveland sales terri- 
tory, he went to the Milwaukee head- 
quarters in 1921 as manager of the 
controller department and from 1925 
to 1935 served as general sales man- 





ager. 


In 1931 he was elected to the 
board of directors and in 1935 was ap- 


pointed vice-president in charge of 
sales, the position he held until his re- 
cent appointment. 

He is well known for his work in the 
electrical industry and at the present 
time is chairman of the advisory com- 
inittee of the industrial control section 
of the National Electrical Manufac- 
turers Association and at the last fall 
meeting was elected to the board of 
governors. 
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Dr. Arthur E. Kennelly 


Dr. Arthur E. Kennelly, professor 
emeritus of electrical engineering at 
Harvard University and the Massachu- 
setts Institute of Technology, and at one 
time principal assistant to Thomas 
Edison, died June 18 at Boston, Mass.., 





after a long illness. He was 77 years 
old. His marked scientific ability, great 
versatility in the application of complex 
theory to practical purposes and his 
continuous contributions to the develop- 
ment of definitions and standards in 
electrical engineering gave him an out- 
standing international reputation. 

A native of Bombay, India, Dr. Ken- 
nelly received his education in private 
schools in England, France, Belgium 
and at the University College School in 
London. Coming to the United States 
in 1887, he was engaged as principal 
electrical assistant to Thomas A. Edison 
until 1894, when he became associated 
with Edwin J. Houston in the firm 
Houston & Kennelly, consulting elec- 
trical engineers. He was appointed 
professor of electrical engineering at 
Harvard University in 1902, and con- 
tinued in that position until 1930, when 
he retired from active service. In addi- 
tion to his duties at Harvard, he served 
as professor of electrical engineering at 
the Massachusetts Institute of Tech- 
nology 1913-24, and was for some years 
director of electrical engineering re- 
search there. 

Dr. Kennelly was the author of a 
score of books and of hundreds of 
papers, many of which were presented 
before leading technical and scientific 
organizations in the United States and 
abroad. One of his chief contributions 
to applied science is a paper on “Im- 
pedance,” presented in 1893 before the 
American Institute of Electrical Engi- 
neers, containing the first use of com- 
plex numbers as applied to Ohm’s law 
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in alternating-current engineering. In 
1902 he expounded a theory on the 
influence of a conducting layer in the 
atmosphere on _ long-distance radio 
transmission, which has since been 
verified experimentally and has resulted 
in the naming of the so-called ionized 
layer of reflection, the Kennelly- 
Heaviside layer. 

He was a past-president of the 
A.LE.E., Society for Promotion of the 
Metric System of Weights and Meas- 
ures, Illuminating Engineering Society 
and the Institute of Radio Engineers. 
He served on the U. S. National Com- 
mittee of the International Commission 
on Illumination and was honorary sec- 
retary of the U. S. National Committee 
of the International Electrotechnical 
Commission. Dr. Kennelly was also an 
honorary member of the Institutes of 
Electrical Engineers of Great Britain, 
France, Germany and Japan. He was 
the recipient of many awards, including 


the Edison Medal for 1933. 


Bert Houghton 


Bert Houghton, who retired in 1934 
as operating superintendent of the 
Brooklyn Edisen Co., Brooklyn, N. Y., 
after a distinguished career as a de- 
signer and builder of electrical power 
plants and electrical machinery, died 
June 17 in the Brooklyn Hospital, after 
a long illness. He was 72 years old. 

Shortly after graduation from Cor- 
nell University he became associated 
with E. D. Leavitt, steam-engineering 
expert, at Cambridge, Mass. In 1894 
he entered the Boston office of the Gen- 
eral Electric Co., where he gave special 
attention to the mechanical problems of 
electric motor driving. In 1899 he un- 
dertook designing work for the Boston 
Electric Light Co., then for the Boston 
Edison Co., and finally for the enlarged 
Boston Edison Co., formed by the 
merger of the two companies. 

After joining the Brooklyn Edison 
Co. in 1912, Mr. Houghton rebuilt two 
of its important plants, the Gold Street 
and Sixty-sixth Street stations. In 1920 
he was appointed operating superin- 
tendent, the position he held until his 
resignation in 1934. 


> Bert R. SuHutt, superintendent of 
distribution for Puget Sound Power & 
Light Co., died in Seattle recently in 
his fifty-ninth year. He had been an 
employee of the company for 34 years. 


> Ricuarp M. Vaucun, formerly valua- 
tion engineer of the Washington Water 
Power Co., Spokane, and an engineer 
for the former Seattle Electric Co., died 
in Seattle on May 4. Mr. Vaughn re- 
tired last year because of illness. He 
was born in Lexington, Mo., 58 years 
ago. 
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Westinghouse Shows 
38% Business Gain 


Total volume of business of Westing- 
house Electric & Manufacturing Co. 
for the first five months and first two 
weeks of June is 38 per cent higher 
than in the same period last year, 
according to A. W. Robertson, chair- 
man. 

Mr. Robertson revealed that cen- 
tral station orders totaled $19,000,000, 
against $13,000,000 in the 1938 period, 
while marine orders were $9,700,000, 
against $3,250,000; industrial, $22.,- 
600,000, against $17,000,000, and mer- 
chandise orders were $20,000,000, 
against $14,000,000. 

Orders for elevators and equipment 
have shown a good rise, indicating more 
building construction. 

Mr. Robertson said that some of the 
marine business is part of the govern- 
ment program and may not be recur- 
ring. However, he said that there was 
some industrial business, especially for 
industrial tankers. He felt that trade 
in the fall will “not be too bad.” He 
said that some improvement has been 
shown lately. Opinion was expressed by 
Mr. Robertson that the summer lull 
would be less than seasonal. In gen- 
eral, he was optimistic regarding the 
future of business. 

\ wage adjustment payment of 7 per 
cent will be made to employees in June, 
as compared with a payment of 5 per 
cent in May. The June payment is based 
upon earnings in the preceding three 
months of $1,198,740 in May, $1.210,- 
290 in April and $922,188 in March. 


Washer Companies Merge 


W. Neal Gallagher, president of the 
Automatic Washer Co., has announced 
the purchase of the Prima Manufactur- 
ing Corp., Sidney, Ohio, maker of Jaun- 
dry equipment. The plant will be moved 
to Newton, lowa. The transfer repre- 
sents the merger of two pioneer com- 


18 (1940) 


panies in the home laundering equip- 
ment manufacturing industry. Mr. Gal- 
lagher said the enlarged company would 
bring out a new type of washer, incor- 
porating patents of both concerns. 


Research Equipment 
for New Laboratory 


Two impulse generators, one of ap- 
proximately l-mfd. capacity with a 
maximum output voltage of 100 kv., the 
other of 500-kv. maximum output volt- 
age with an electrostatic capacity of 
approximately 14 mfd., are included in 
the research equipment at the new high- 
tension laboratory of the Electric Serv- 
ice Supplies Co., Philadelphia, Pa. 

The laboratory also includes such 
equipment as power transformers with 
output voltages as high as 225 kv., high- 
voltage oscillator, high-voltage trans- 
formers for insulation testing and a 
complete photographic section. 





Allis-Chalmers Opens 
Plant After Strike 


After a 24-day shutdown of the 
Allis-Chalmers Manufacturing Co. 
plant at West Allis, members of the 
striking CIO United Automobile 
Workers local ratified terms of a 
settlement ending the strike in a secret 
ballot on Saturday last. Harold W. 
Story. vice-president and general at- 
torney of the company, said about 
5,000 of the 6,500 production workers 
were called back to work Monday 
following the settlement, the remain- 
ing 1,500 to return to work as opera- 
tions got into full swing again. 

The dispute was settled substan- 
tially on the basis of the 1938 con- 
tract, it is said. The company made 
concessions in regard to the mechan- 
ism for handling grievances and in the 
matter of vacation increases. The con- 
tract with the company is not to be 
signed by the union until the United 





HIGH-TENSION LABORATORY—Central section of Electric Service Supplies Co.'s 
high-tension laboratory, showing some of the heavy capacity power equipment recently 
installed for testing equipment under conditions approximating those of actual service 
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Radio and Electrical Workers Union 
has completed pacts at Boston and 
Pittsburgh. This was accepted by the 
union in lieu of its demand for a 
blanket contract covering the plants 
because it meets the demand in prac- 
tice. A source close to the company 
disclosed that the union demands for 
a closed shop and the “check off” 
were not met in the new contract. 

The agreement accepted is the out- 
come of conferences between company 
and union officers called by Governor 
Heil after disturbances had occurred 
on the picket lines in front of the plant 
earlier in the week. 


Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have made the following appointments 
to their sales staffs: 


Triangle Conduit & Cable Co., Inc., has 
added to its sales organization James J. 
Coughlin, Jr., who will operate in greater 
New York. Through his identification with 
Truscon Steel Co., Steel & Tubes, Inc., Na- 
tional Electric Products Co. and Harvey 
Hubbell, Mr. Coughlin has a wide acquaint- 
ance in the industry. 

Ransome Concrete Machinery Co., Dun- 
ellen, N. J., manufacturer of electric weld- 
ing or chucking tables, has announced the 
appointment of the following representa- 
tives for the welding equipment division 
only: Cheever Equipment, Seattle, Wash., 
covers Alaska, Washington and part of 
Idaho. In California the company is repre- 
sented by Victor Equipment Co., San Fran- 
cisco and Los Angeles. Austin-Hasting Co.. 
Cambridge, Mass., represents it in the New 
England states. 


Sangamo Lets Contract 


Sangamo Electric Co.. Springfield. 
Ill., has awarded a contract to the Aus- 
tin Co., Chicago, Ill., for the construc- 
tion of a one-story addition to its fac- 
tory. The cost is estimated at $75.000. 


Reliance to Pay Dividend 


Reliance Electric & Engineering Co. 
has declared a dividend of 121% cents 
per share on the common shares of the 
company, payable June 30 to stockhold- 
ers of record June 20. 





New York Metal Prices 


June 21, 1939 June 13, 1939 
Cents per Cents per 


Pound Pound 

Copper electrolytic ... 10.00* 10.00* 
Lead Am. S. & R. price 4.85 4.75 
NOUNS esha Sio ek vices 12.00 12.00 
Nickel Ingot ........... 35.00 35.00 
ENG Es Se kaiais co. 4.89 4.89 
awk eee 49.12 48.25 
Aluminum, 99 per cent. 20.00 20.00 


* Delivered Connecticut Valley. 
eillltteneseernenantnanttiitiinnes cameo Ee 
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Field Reports on Business 


Activity in the electrical industry is showing further increase, with manufac- 
turers reporting gains in sales. The increase in number of inquiries indicates 
better business for the last six months this year. Power output last week hit a 


new June peak for the second time. 


NEW YORK 


Recent weeks have witnessed a strong re- 
vival in the electrical supply trade. While 
some manufacturers have been slow in feel- 
ing better business, others report that they 
have been getting a good share of increased 
trade. Prospects of further rise in indus- 
trial activity are indicated by the number 
of inquiries now being made. 

While activity in the electrical industry 
for the remainder of 1939 will be influenced 
by general business conditions the outlook 
is more hopeful. One factor aiding the 
situation is the healthy condition of dis- 
tributors’ stocks. 

In the electrical appliance business re- 
frigerators and ranges are leading in sales. 
Manufacturers have asked Consolidated 
Edison Co. of New York to extend its pres- 
ent refrigerator campaign for another 
month since sales are going so well. 

The change in attitude of Congress 
toward business has been an important 
factor in the encouraging outlook for trade 
in the next six months, business leaders 
declare. The curb on TVA and PWA funds 
for competitive power projects has aided 
the utility situation. The continued upturn 
in power output foreshadows more construc- 
tion in generating and other facilities. 


PACIFIC COAST 


Electrical business, which lagged about 
10 per cent below expectations for the 
first quarter, ran well abreast of budgets 
during the second quarter. One evidence 
is steadier prices, even in such staples 
as rubber-covered wire and conduit, which 
have lately been targets for unreasonably 
low prices. 

The central station, industrial and con- 
tracting branches are all buying steadily 
according to wholesalers, but dealers’ busi- 
ness, despite vigorous pounding, is. still 
only fair, though averages about 20 per 
cent above last year, which was considered 
subnormal. Cleaners and water heaters, 
however, are bright spots with a 50 per 
cent increase. Auxiliary air heaters of 
under 2 kw. are 20 per cent lower than 
last year because of the exceptionally mild 
winter. The gold mining industry is very 
active electrically, new load additions aver- 
aging over 1,200 hp. weekly in the Mother 
Lode area, with new mines averaging 600 
hp. of equipment. 

The lumbering industry is in better buy- 
ing shape than for several years. Building 
of a new $4,000,000 cement plant near 
Sunnyvale, just southwest of the Bay area, 
seems assured. Other industrial business 
includes $9,000 of food machinery from 
General Electric, a 2,500-hp. motor and 
accessories, value $10,000, for a powder 
mill, and many scattered small food and 
fruit plants, together with the usual sea- 
sonal emergency equipment. Varied orders 
and prospective orders of interest include 
two 350-ton electric cranes for Grand 
Coulee, $20,000 of miscellaneous central 
station equipment and $27,500 of discon- 
nect switches for North Platte project in 
Wyoming. Three miles of highway light- 
ing sodium fixtures, 200-foot spacing, are 
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to be installed near Tacoma, and one mile 
for highway south of Olympia. 


NEW ENGLAND 


A G.E. 7,500-kw. steam turbo-generator 
has just been bought for the municipal 
light department of Braintree, Mass. This 
manufacturer also recently sold a 2,500- 
kw. turbo-generator unit to a Massachu- 
setts industrial plant. 

New Bedford Gas & Edison Light Co. 
and the Cape & Vineyard Electric Co. have 
placed orders for nine 4,000-kva. G.E. 
transformers. These will be used for a 
new 115-kv. transmission line which will 
run between New Bedford and Hyannis. 
Bids are being received for transformers 
for the Boston Navy Yard. 

Small motor sales are steady. Interest 
in air conditioning has been very active 
lately and a number of outstanding instal- 
lations are noted, among which are three 
theatre projects, a restaurant and a clothing 
and a tanning company. B. F. Sturtevant 
Co., Hyde Park, Mass., reports several im- 
portant orders for industrial air-conditioning 
equipment, including one cotton mill, five 
rayon mills, one laboratory, one hosiery 
mill and one fruit auction room. 

New construction projects involving large 
amounts of wiring supplies now being esti- 
mated include a new Procter & Gamble 
plant at Quincy, Mass., two high schools, 
Bangor, Maine, and a $50,000 theatre, 
Worcester, Mass. 

One distributor reports the highest re- 
frigerator weekly sales volume during the 
first week of June; electric laundering 
equipment is attracting much interest in 
this district. 


CHICAGO 


Retail trade continued to push forward 
in this area, widening the increase over last 
year’s level. Electrical power output rose 
sharply to a level 16 per cent above a year 
ago. Residential construction continued to 
gain, the number of permits issued to date 
this year being greater than any year since 
1929 for the same period. Industrial ac- 
tivity continues to maintain a fair margin 
over last year, with considerable optimism 
being voiced over prospects for the third 
quarter. 

Labor troubles cast a cloud over an other- 
wise encouragitg picture of business in this 
area last week. A tentative agreement has 
been reached in the Allis-Chalmers Co. 
strike and the reopening of the plant will 
put 6,500 men back to work and will start 
production after three weeks’ idleness. Pro- 
duction of steel in this district declined 
four points largely as a result of automobile 
plant strikes curtailing orders for material. 

Inquiry among representative electrical 
manufacturers reveals considerable small 
lot business available. Total volume is sub- 
stantially above a year ago, but individual 
orders are comparatively small. Buying is 
still pretty much under wraps with com- 
mitments cautiously made. 

Utility construction is vroceeding mod- 
estly, with several small power plants 
planned for municipalities in this area. 
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Electric Utility Stocks Hold Level 
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Advance by public utility stocks on last Tuesday was credited to belated appreciation 
of the significance of the action of the House in curtailing the TVA. For the week the 
“Electrical World” stock index stayed at 31.0: bonds dipped 0.1 point to 105.5 





Massachusetts Cos. 
File Plea to Merge 


Officers of the Pittsfield Electric Co., 
Turners Falls Power & Electric Co., 
United Electric Light Co. and the 
Western Massachusetts Electric Co. 
have petitioned the Massachusetts De- 
partment of Public Utilities for per- 
mission to consolidate into one oper- 
ating company without change in the 
aggregate amount of capital stock and 
the aggregate amount of debt respec- 
tively. All the stock of these four com- 
panies is owned by Western Massachu- 
setts Companies. 

In connection with the plan the de- 
partment has received a petition from 
Western Massachusetts Electric Co. 
which seeks to issue 786,215 shares of 
additional $25 par stock to be ex- 
changed par for par for the outstand- 
ing capital stocks of the Turners Falls 
Power & Electric Co., United Electric 
Light Co. and Pittsfield Electric Co. 
Stockholders have approved the issue 
of the additional stock and the terms 
of the consolidation. 


Gulf States Agreement 
Reached on Underwriters 


Present plans for handling the Gulf 
States Utilities Co. $27,300,000 offer- 
ing call for Stone & Webster and 
Blodget, Inc., to head the underwriting 
list, but to take only a 5 per cent parti- 
cipation to comply with the SEC’s arms- 
length bargaining rules. D. C. Barnes, 
president Engineers Public Service Co., 
in discussing the Gulf States issue, 
said that “delay in determining the 
underwriters was due to discussions 
which the company has had with the 
SEC in order to be certain that its 
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selection of underwriters would not 
necessitate further hearings and conse- 
quent delay in offering the issue.” 


Named to Fill Vacancies 
in Utilities Division 

SEC has announced the appointment 
of Joseph L. Weiner of New York as 
director of the public utilities division. 
He will succeed C. Roy Smith, whose 
resignation as director will take effect 
June 30 and who wil] resume his pri- 
vate law practice. The commission also 
announced the appointment of Robert 
H. O’Brien of Butte, Mont., as associ- 
ate director of the division and of 
Roger S. Foster of St. Paul, Minn., as 
counsel to the division. All three ap- 
pointees are members of the commis- 
sion’s staff. 

SEC has announced the appoint- 
ment of two members of its legal staff, 
Christopher M. Jenks of Oakland, 
Calif., and John F. Davis of Portland, 
Maine, as assistant general counsels. 
Mr. Jenks has been supervising attor- 
ney in the public utilities division since 
1938. He joined the commission staff 
in 1935 as an attorney in the San Fran- 
cisco regional office. Mr. Davis has 
been associated with the commission 
since 1937 and has been supervising 
attorney in charge of opinions. 


Halsey Stuart Cancels 
Pact with Colorado Co. 


Halsey Stuart & Co. has canceled its 
preferential financial agreement with 
Public Service Co. of Colorado in 
order to comply with the SEC’s arms- 
length bargaining rule, Charles B. 
Stuart, Halsey Stuart official, testified 
at an SEC hearing. The hearing was 


on an application by Halsey Stuart to 
determine its status as a prospective 
underwriter of the proposed offering by 
Public Service of $40,000,000 of first 
3% per cent bonds and $12,500,000 of 
4 per cent debentures. 

Mr. Stuart said he understood the 
SEC did not approve of preferential 
financing contracts. The purpose of 
Halsey Stuart’s application is to put 
the firm in a position where it can 
negotiate with Public Service officials 
if they decide to make a public offer- 
ing of the securities. 


SEC Grants Pleas 
Filed by Utilities 


SEC has granted the application of 
the Central Illinois Electric & Gas Co. 
for exemption of two securities issues 
from provisions of the Holding Com- 
pany Act. The financing consists of 
$14,750,000 of first mortgage bonds, 
334 per cent series, due in 1964, and 
$3,000,000 of serial debentures. 

Application for exemption from the 
requirement of filing a declaration 
under the Holding Company Act in 
connection with the issuance of $9,650,- 
000 of first-mortgage bonds, series B of 
1969, and 1,112,724 shares of $25 par 
value common stock has been made to 
the SEC by the New England Power 
Co. 


The commission has granted the applica- 
tion of Massachusetts Utility Associates 
for approval of the acquisition by it from 
the New England Gas & Electric Association 
of all the outstanding capital stock of 
Middlesex County Electric Co., a subsidi- 
ary, and from Electric Associates, Inc., also 
a subsidiary, of all the Middlesex Com- 
pany’s open account indebtedness in ex- 
change for all the outstanding capital stock 
and certain debts of Marlborough-Hudson 
Gas Co. and Milford Gas Light Co., sub- 
sidiaries of Massachusetts Utilities Associ- 
ates. It also granted the application of the 
New England Power Association, parent 
holding company of Massachusetts Utilities 
Associates, requesting approval of the sale 
of the Marlborough-Hudson and Milford 


Co. securities. 
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Utility Reports 





Net Income 


1939 1938 
*American Lt. & Trac. and 
ne re ee $5,111,655 $5,366,346 
*California Oregon Pwr.... 882,423 919,640 
*Continental G. & E. and 
ae Seer ee re 3,443,822 4,329,919 


¢Detroit Edison and subs... 9,558,401 7,741,521 
*Electric Pr. & Lt. and subs. 4,612,118 7,929,774 
tNew England Pwr. and 


SE oe errr ee 2,081,867 1,758,603 
*Oklahoma G. & E......... 2,485,266 2,576,459 
*San Diego Cons. G, & E.. 1,501,759 1,230,672 
*United Gas and subs...... 4,989,237  8,762,52! 


*United Lt. & Pwr. and subs. 3,290,026 4,772,940 
*Twelve months ended April 30. 

tTwelve months ended May 31. 

tFour months ended April 30. 
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Trouble Truck 


Although designed especially for transit 
use, this all-purpose trouble truck should 
lend itself to electric light and power 
company service, being developed for 
power line repair. Equipment includes a 





Trouble truck designed for Baltimore (Md.) 
Transit; truck is White Motor Company 
Cleveland, Ohio) Model ‘''750,"' with six- 

ngine, 198-in. wheelbase chassis 


rear wheels 


j jua : Body built by 
Leonhardt Wagon Mfg. Co., Baltimore, Md. 


Wood hydraulic tower and a Mead-Mor- 
rison 20,000-lb. winch. A two-way wireless 
picks up and answers emergency calls 
and the transit company is reputedly 
working on an intra-truck telephone for 
communication between truck operator or 
ground crew and the line worker on the 
tower. 
2 


Fluorescent Desk Lamps 


: lamp, Mitchell Mfg. Co., 
Chicago, Ill.; desk lamp, The Miller Co., 
Meriden, Conn.; both units designed for 
110-120 volts, 60 cycles, a.c., also avail- 
able for d.c. 


Clamp-on 


Two new fluorescent desk lamps, each 
using one 15-watt, T-8, 18-in. daylight 
lamp, have been put on the market re- 
cently. One of these is a clamp-on type, 
featuring a swinging arm arrangement. 
A uniform, wide spread of light is claimed 
for the second, due to the design of the 
fixed reflector, which makes use of Alzak 
aluminum and white pigment. 


Room Cooling Equipment 


Air freshening and cooling equipment; 
abinet-mounted home coolers use motors 
anging from '%4 to % hp., ring-mounted 
types .use motors from 1/20 to 'f hp.: 
partment cooler uses '4-hp. motor: win- 
dow ventilator uses 60-watt motor. Wagner 
Electric Corp., St. Louis, Mo. 


This line of air freshening and cooling 
equipment includes: (1) Cabinet-mounted 
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home cooling fan for attic mounting, 
offered in four sizes, with capacities from 
7,500 to 20,000 cu.ft. per minute; (2) 
apartment cooler, usually window-mounted, 
having a capacity of 3,200 cu.ft. per min- 
ute; (3) ring-mounted coolers for installa- 
tion in the wall and (4) panel-mounted 
ventilators for windows and transoms. Cab- 
inet-mounted home cooling fans have rub- 
ber mountings for the motors and rubber 
pads for the cabinet to provide quiet 
operation. 
e 


Vertical Motors 


Designed for agitators and for other ap- 
plications requiring a flange-mounted ver- 
tical unit, particularly in outdoor service, 
this new motor incorporates a small geared 
oil pump which forces oil to bearings, gears 
and pinions. A double-reduction unit, it 
employs helical gears and features a “uni- 
closed” drip-proof construction. Full horse- 
power rating is said to be delivered at out- 
put shaft. Oil gage provides means for 
easy checking of oil level. 





"Syncrogear Type GDV;"' ratings from '/2 
hp. at 20 r.p.m. through 3 hp. at maximum 
low speed of 91 r.p.m., for 220, 440 and 

550 volts, two- and three-phase; totally in- 

closed and explosion-proof types available. 
a. t Electrical Motors, Inc., Los Angeles, 
ait. 


Welding Electrodes 


"Certified" 
diametérs 
in., 18-in. 
burgh, Pa. 


stainless electrodes; electrode 
range from 0.075 through 3/16 
lengths. The McKay Co., Pitts- 


Departing from customary practice, a 
new line of stainless steel electrodes car- 
ries a certification of weld deposit analysis 
rather than wire analysis. Features of the 
new line are said to include instant con- 
tact on restriking arc, maximum ease of 
slag removal, spatter-free within practical 
limits, smooth bead with perfect weld 
contour and all alloys contained in core 
wire. 
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Incandescent Searchlight 


This incandescent searchlight for long- 


range spot floodlighting was developed at 
the 1939 Golden Gate International Ex- 
position. 
watt spot- or flood-light lamps, the unit 


Designed for 1,000- or 1,500- 


= 


' 














'Novalux” 18-in. 


incandescent searchlight, 
type S5. General Electric Co., Schenectady, 
aN 


gives about a 10-deg. beam spread. Alzak- 
finished aluminum reflector is aided by an 
auxiliary reflector to build up beam ef- 
ficiency and redirect stray light. Auxiliary 
reflector tips for relamping; four hand- 
operated clamps secure the heat-resisting 
glass door. 


Fish Tape Reel 


‘Junior No. 0" fish tpe reel; contains 50 
ft. of '/g x 0.060 in. tape; 8!/2 in. in diameter. 
Ideal Commutator Dresser Co., Sycamore, 


Fish tape, reel and wire puller are com- 
bined in this reel, which has been reduced 
in size from the standard model to fit 
into the tool kit. 

* 


Relay Test Set 


This equipment is offered as a rapid 
and convenient means of testing current 
flow through relays and other apparatus 
in telephone and telegraph equipment. 
With the device, current passing through 
an external circuit such as the winding 
of a relay may be measured and regu- 
lated and the “operate” and “non-operate” 
current values of the relay checked. In- 
strument consists of a milliammeter con- 
trolled by a “meter-range” switch, equipped 
with shunts to provide the current ranges 
and multiplier resistors to give the volt- 
age 


ranges. 





Current flow relay test set "'No. 695'': cur- 
rent ranges, 0-15-75-150 milliamp., voltage 
ranges, 0-7.5-15-75 volts; model also avail- 
able for a.c. and d.c. Shallcross Mfg. Co., 
Collingdale, Pa. 
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FPC Delays Action 
on Arizona Project 


At the request of the Committee of 
Fourteen, Colorado River Basin States, 
presented by Clifford H. Stone, chair- 
man, Denver, Colo., the FPC has con- 
sented to withhold action for six months 
on the application of the state of Ari- 
zona for a preliminary permit for the 
proposed Bridge Canyon project, on the 
Colorado River, to allow ample time for 
a study to be made of the proposed 
project by all interested parties. 

In his letter requesting the commis- 
sion to defer action, Chairman Stone ex- 
plained that the Committee of Fourteen, 
consisting of two official representatives 
from each of the seven states of the 
Colorado River Basin, was organized to 
work out a comprehensive plan of de- 
velopment satisfactory to these states. 

The application for preliminary per- 
mit, filed last year by the Colorado 
River Commission of Arizona on behalf 
of the state of Arizona, is for a pro- 
posed 1,100,000-hp. hydro-electric de- 
velopment to be located in Mohave and 
Coconino Counties, Ariz. 


Electric Fence Warning 


E. L. Hansen, assistant in agricul- 
tural engineering at the College of 
Agriculture of the University of Illi- 
nois, has urged farmers in the state to 
purchase controllers for 110-volt cur- 
rent used in electric fences. He said 
that controllers bearing the approval of 
the Wisconsin Industrial Commission 
are considered safe. The use of the 
controllers will make the electric fences 
safe for both man and beast, Mr. Han- 
sen said. 


Ask Court Ruling on Lines 


Connecticut Light & Power Co. has 
applied to the Superior Court at New 
Haven to decide its rights in main- 
taining a 66,000-volt single-circuit trans- 
mission line within 1,000 ft. of the 
Meriden Airport. The company has also 
requested the court to define its right 
to build another similar line on a right- 
of-way purchased in 1927, despite a 
zoning regulation of Commissioner of 
Aeronautics Charles L. Morris. 


Authorizes Line Transfer 
Approval of the New York Public 


Service Commission has been given to 
the transfer of a 7-mile electric trans- 
mission line in Chautauqua County 
from the Niagara, Lockport & Ontario 
Power Co. to the New York State Elec- 
tric & Gas Corp. at a price of $19,500. 
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Sales Opportunities 


VaucHN, Mont.—Montana Power Co., 
Butte, plans new transmission line from 
Rainbow dam to Vaughn, Cascade County. 
Right of way is being secured and work 
will begin soon. 


Dayton, On10—Dayton Power & Light 
Co. has plans maturing for extensions and 
improvements in steam-electric generating 
plant, to include installation of new 40,- 
000-hp. turbine-generator unit and acces- 
sories, two high-pressure boilers and 
auxiliary steam plant equipment. Proposed 
to begin work at early date. Company also 
plans new power substation and extensions 
in transmission and distributing lines. Pro- 
gram will be carried out in connection with 
recently authorized fund of $2,000,000 for 
expansion and betterments over a period 
of months. 


Cuarteston, W. Va.—Carbide & Carbon 
Chemicals Corp., 30 East Forty-second 
Street, New York, N. Y., plans installation 
of motors and controls, transformers and 
accessories, switchgear, regulators, con- 
veyors and other equipment in new addi- 
tions to plant at South Charleston. Cost 
reported close to $1,500,000. Work is sched- 
uled to begin at once. H. E. Thompson is 
vice-president in charge of construction. 
Company is affiliated with Union Carbide 
& Carbon Corp., New York address noted. 


DeLtpHos, On1o—City Council has au- 
thorized investigations and estimates of cost 
for new municipal electric power plant. A 
committee has been appointed for this pur- 
pose, headed by John A. Motzner and 
Charles Smith. 


Denver, CoLto.—Bureau of Reclamation, 
Department of Interior, Denver, receives 
bids until July 5 for two 23,000-volt, 4,000- 
amp., bus structures; equipment for chang- 
ing and extending present 23,000-volt bus 
structures; 51 23.000-volt current trans- 
formers; 18 extra insulating tubes for ex- 
isting 23,000-volt current transformers: two 
15.000-volt, 600-amp. oil circuit breakers; 
nine 23,000-volt, 4,000-amp. oil circuit 
breakers; equipment and modifications in 
existing apparatus for changing terminals 
on existing 23,000-volt, 4.000-amp. oil cir- 
cuit breakers, all for Boulder power plant, 
Boulder Canyon project, Arizona-California- 
Nevada. Equipment will be installed by 
Government (Specifications 852). 


OAKLAND, Catir—Permanente Corp., 
Latham Square Building, Oakland, re- 
cently organized subsidiary of Henry J. 
Kaiser Co., same address, plans power plant 
at new cement mill in Permanente Can- 
yon, near Cupertino, Santa Clara County, 
for cement production for Shasta Dam and 
other federal projects in California, for 
which company has secured contract total- 
ing 5,800,000 barrels at price of $11,025,892, 
with delivery to begin in 1940. Equipment 
purchases will be made soon for new mill, 
recently noted in these columns, to include 
motors and controls, transformers and 
accessories, regulators, conveyors, loaders, 
switchgear and other apparatus. Entire proj- 
ect will cost in excess of $3,500,000. 


Gapspen, Ata.—Goodyear Tire & Rub- 
ber Co., Akron, Ohio, plans installation of 
motors and controls, regulators, conveyors 
and other equipment in new four-story and 
basement addition to mill at Gadsden, 
100x100 feet, for which superstructure will 
begin soon. Cost reported close to $300,000. 


PascacouLa, Muss.—City Council re- 
ceives bids until July 1 for motor-driven 


pumping machinery for municipal water- 
works station, including two centrifugal 
pumping units, each with capacity of 400 
gallons per minute, complete with motors 
and starters, control apparatus and other 
electrical equipment. L. C. Winterton, Pas- 
cagoula, is consulting engineer. 


SPRINGFIELD, ILL.—Department of Water, 
Light and Power, S. J. Sibley, superintend- 
ent, has tentative plans under consideration 
for new municipal electric power plant in 
vicinity of Lake Springfield. Cost estimated 
close to $500,000, including turbine-gener- 
ator units, boilers and auxiliary equipment. 
New transmission line will be built for 
connection with present system, and ex- 
tensions made in distribution system. 


Cuicaco, ILt.— Waterway Board & Paper 
Co., care of E. M. Mendelson, president, 
Mendelson Brothers Paper Stock Co., 105 
West Adams Street, recently organized by 
Mr. Mendelson and brother, Daniel H. 
Mendelson, same address, and associates, 
plans installation of motors and controls, 
regulators, transformers and other power 
substation apparatus, conveyors, loaders 
and other equipment in new mill on 12-acre 
tract of land at Kedzie Avenue and West 
Thirty-second Street, Chicago, now being 
acquired. Plant will be equipped with four 
paper-making machines for production of 
boxboard, cartons and other paper stocks, 
with rated capacity of 600 tons daily. Cost 
reported over $2,500,000. E. M. Mendelson, 
noted, will be president of new company. 


Granp Courter, Wasu.—Bureau of 
Reclamation, Department of Interior, Den- 
ver, Colo., receives bids until July 3 for 
two 72-inch ring-seal gates for station- 
service penstocks at Grand Coulee hydro- 
electric power plant, Columbia Basin proj- 
ect (Specifications 853); also, until July 
12 for eleven drum gates for spillway, same 
project (Specifications 854). Equipment in 
both cases will be installed by Government. 


Locansport, Inp.—City Council has 
plans under way for extensions and im- 
provements in municipal electric power 
plant, including installation of additional 
equipment. Charles Ammerman, Century 
Building, Indianapolis, Ind., is consulting 
engineer. 


ELtenssurc, WasH.—Public Utility Dis- 
trict No. 1, Ellensburg, Cecil Johnson, 
president, has plans maturing for primary 
and secondary lines for rural electrification 
in parts of Kittitas County, including serv- 
ice facilities, totaling about 125 miles. Fund 
of $151,000 has recently been secured 
through federal aid. 


Adds Customers in 1938 


Wisconsin Public Service Corp. has 
added 2,415 customers to its rural lines 
during the past year, according to the 
annual report on rural electrification de- 
velopment, recently issued. The report 
also discloses 549 miles of new rural 
line was constructed during the year. 
making a total of 4,013 miles of Public 
Service rural lines now in operation. 
The percentage of electrified farms in 
the company’s territory as of December 
31, 1938, is 35.1 per cent, which is an 
increase of 4.2 per cent over 1937. 
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DISCOVERED! 





How to Get Greater 


Switchgear ‘-' 


Protection 


at Less Cost! 








Operators Switch to Allis-Chalmers Vertical-Lift 
Metal-Clad Switchgear! Read How You Cut 
Maintenance Costs ... Increase Your Safety 


with this Modern Line of Packaged Switchgear! HH 


Do you want positive protection for 
your equipment ... do you want to 
keep your operating costs down and 
yet get the maximum in dependable, 
maintenance-free operation? Then you 
want to know why operators are 
switching to the modern line of Allis- 
Chalmers Vertical-Lift Metal-Clad 
Switchgear! 


They know about the flexibility of 
these units . . . the compact, space- 
Saving construction that eliminates 
Special vaults and switching struc- 
tures...and they know, too, that once 
you install Allis-Chalmers switchgear 
you can practically forget about it! 


For Allis-Chalmers Metal-Clad is 
equipped with modern, service-cutting 
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features that eliminate costly shut- 
downs and constant servicing! The 
famous “QUICK-QUENCH” Ruptors 
extinguish arcs fast ... no costly con- 
tact deterioration! Complete metal 
enclosure keeps out dust and dirt... 
keeps mechanism clean... adds years 
of life to your unit! 


Cut Your Switchgear Costs ! 
But you get more than that... 
much more! When you specify Allis- 
Chalmers Vertical-Lift Metal-Clad 
Switchgear, you get the benefit of 
Allis-Chalmers 90 years of advancing 
hand-in-hand with industry ... of the 
longest metal-clad switchgear experi- 
ence on the American Continent! 
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GUARDING GIANT BOULDER DAM 
is 2,500,000 kva of Allis-Chalmers Vertical- 
Lift Metal-Clad Switchgear. And on your 
system, too, the positive protection of Allis- 
Chalmers Metal-Clad means added safety 
for your equipment and your workers. 


That’s a combination that goes to 
work for you... to cut your costs... 
to give you added protection for your 
equipment and your workers! 


Get all the facts! Bulletin 1192 gives 
complete details on how you can get 
greater switchgear protection at less 
cost... with Allis-Chalmers Vertical- 
Lift Metal-Clad Switchgear. Write 
for your copy today! 





1063 





ALLIS-CHALMERS | 


MILWAUKEE-WISCONSING 


OR a 





PRACTICAL PARTNERSHIP FOR PUBLIC SERVICE 














After 8 years of experiment and testing in 
Research Laboratory, *Precipitron proves 
value as efficient air cleaner and load-builder 


The theory of air cleaning by electrostatic fication of air, reduction in cleaning expense, protection 
precipitration has been recognized since to intricate apparatus and valuable merchandise. 
1824. Since 1906, it has been used for 
elimination of smoke nuisance and for 
recovery of valuable dust in industry. 


This new, year ‘round 24-hour load usually re- 
quires no increase in distribution facilities. It helps 
smooth out commercial and residential curves. And 
But — it remained for Westinghouse research to with the rapid acceptance of PRECIPITRON, this load is 


overcome the excessive amount of ozone created in destined to become important in volume and profits. 
these industrial applications — to build equipment that 


could be installed in new or existing air conditioning 
systems and that is from five to eight times more efficient 
than ordinary mechanical filters. 


PROVED IN USE 
Westinghouse PRECIPITRON Air Cleaners have dem- 


onstrated their practical value in such installations Such activities are made possible by 
as the Field Building, F. W. Woolworth’s new Fifth the scope and diversity of Westinghouse 
Avenue store, telephone exchanges, and residences. products — and encouraged by your every 


These installations have been amply justified by puri- purchase of apparatus. 
*Trade-Mark Registered in U.S. A. 


Westinghouse 


‘ELECTRICAL PARTNER OF THE CENTRAL STATION INDUSTRY 


Thus Westinghouse research has made another con- 
tribution to the well-being of our mutual consumer 
customers, and has added another load-builder to the 
long list of previous accomplishments. 


* * * * * 
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